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PROHIBITED BY LAW. THE REPRODUCTION OF THIS FORM IS PROHIBITED. 


THIS IS UNEVALUATED INFORMATION 


le On i August there was no shipping at Nanjihtao (119-28, 25«1lj)o 


29 There were 40 motor junks and over 500 small junks and sen at the mouth of 
the Min River (119= » 265 ). 


3e There were three damaged aircraft, possibly C-l:7!s on Foochow Airfield, 
h. There was nothing (sic) on Chienou (118-19 27-0) Airfield. Five new buildings 


were on the east side of the river and six new buildings were on the west side 
of the river, 


are fae feet foc fasts TT —oisrmieorion Tours ec | 25X1 
panmy Lx [air [x [rer | cinored] rilardé: ta Twav:awsndFmpeaace) sale pycoe | 


Approved For Release 2003/08/15 : CIA-RDP82-00457R013400150006-5 


